November, 1902.] 


THE BLACKSMITH AND WHEELWRIGHT. 


495 


No. 3 SPOKESHAVE. 


No. 1 SPOKESHAVE. 



WRITE FOR 
CATALOGUE 
No. 300 


No. 3 ADJUSTABLE HOLLOW AUGER. No. 2 STANDARD HOLLOW AUGER. 



HARGRAVE 


HARGRAVE’S TOOLS 


^ ( QUALITY 

BEST ] finish 

' DESIGN 


Specify these goods to yotir Dealer 
- - ■ ■ TaKe no ot Hers- 


-MANUFACTURED BY- 


THE CINCINNATI TOOL C0., CIN “1B»- U ' 


Digitized by 


Google 








































































IraiL, 1903.] 


THE BLACKSMITH AND WHEELWRIGHT. 


709 






No. 7 SPOKES HAVE. 


No. 3 ADJUSTABLE HOLLOW 


No. 6 SrOKESHAVE. 
AUGER. 


The Cincinnati Tool Co., 


No. 4 SPOKESHAVE. 


STANDARD BRACE WRENCH. 


STANDARD CLAMP. 


SCREW AND PLUG BIT. 


BIT STOCK.—DRILL FOR WOOD. 


SPOKE POINTER. 


No. 1 ADJUSTABLE HOLLOW AUGER. 


Cincinnati, O., U. S. A., 


MANUFACTURER OF 


HARGRAVE 


No. 3 SPOKESHAVE. 


HARGRAVE’S TOOLS 


best! 


QUALITY 
FINISH 
DESIGN 


WRITE FOR CATALOGUE No. 100. 

Specify these gc 


to your dealer. 
-TaKe no others. 


Digitized by boogie 





























